CMS) 3.5" to 5.25" Universal Kit 


Installation Instructions 


This Universal Kit allows you to install 3.5" hard disk drives in the 5.25" storage 
bay of most popular personal computers. This kit consists of the following items: 


5.25" Frame (1) 

Small Screws (6) 

LED (1) 

Bezel (Black, Beige, Amdek) (3) 
LED Cable (1) 

AT Rails (2) 

Compaq/Epson Rails (2) 


Caution 
During installation, handle the drive by the side surfaces. 
Do Not exert pressure on the top and bottom or through the 
components on the drive. 


Follow the steps below to connect your drive to the CMS Universal kit. This proce- 
dure is illustrated in Figures 1 and 2. 


1. Insert the LED in the desirable bezel (black, beige, amdek) until it snaps into place. 
- Connect the LED cable to the LED and insert it through the slot in the frame. 
. Attach the bezel to the frame using two small screws. 


. Place the drive into the frame. There are four holes on the 3.5" drive, two sets on each side. 
Push the drive toward the bezel until the holes in the frame and the drive are aligned. 


. Insert two small screws on the left hand side. Do not tighten. 
- Insert two small screws on the right hand side. Do not tighten. 


. Attach rail on left side and tighten the two screws alternately, one turn at a time, until drive 
is secured to the frame. 


. Attach rail on right side and tighten the two screws alternately, one tum at a time, until 
drive is secured to the frame. 


- Connect the LED cable to the LED connector on the bottom of the drive (see Figure 2). 
Pin 1 on the LED connector (longer pin) goes to the LED Pin 1 on the drive (look for a mark 
such as an arrow or a dot that indicates Pin 1). 
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COMPAQ AND EPSON RAIL 


INSTALL RAIL 
ON THIS SIDE ONLY 
OR ESPON 
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3.5" to 5.25" Universal Kit Installation Sheet 


(Top View) 


(2) Round Screws 


Assembly 


(Side View) 


Screw Hole 
(4) Round Screws 


Figure 2. 3.5" to 5.25" Universal Kit Assembly 
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